SAND’S ALUMINUM LEVELS & TOOLS 


ALUMINUM ANGLE FLOAT 



No. 546— Size 10x3%, Aluminum casting, 
polished sides and face; beveled ends 
Wt. 12 lbs. doz Each 


WOOD HAWK 



No. 622 — Calf. Sugar Pine 13x13 Each 
No. 722 — - “ Redwood 13%xl3% Each 

Third doz. in box. Wt. per doz. 24 lbs. 


CORK FACED FLOATS 



Xo. 544 — 12x5x1 1 | Each 


No. 545— 10 1 / 2 x4xl 1 / 4 Each — 

% doz. in box 

Wt. per doz. No. 544 14 lbs. 

WOOD CROSS GRAINED 



No. 533— 12x4%x% Each 

Third doz. in box — Wt. per doz. 9 lbs. 


ANGLE FLOATS WOOD FLOATS 



No. 532- llx4x% Each— No - 531 - . 14x4x % Each - 

Wt. per doz. 8 lbs. No . 530 . ^ nTsSI- 12 lbs. 


PLASTERERS’ PADDLES 



No. 549— BRONZE EDGE, No. 548— PLAIN EDGE, 
Hardwood Each Hardwood Each 

Wt. 4 lbs. per doz. Wt. 3% lbs. per doz. 

SAND’S BRICK MASON’S 45% LEVEL 


CORK FLOATS UNHANDLED 



A very handy 
Level 


No. 540— 12x4x1% Each 

No. 541— 12x4y 2 xl% Each 

No. 542— 12x5x1% Each 

No. 543 12x6x1% Each 

Packed as ordered. 

Wt. per doz. (No. 542) 5 lbs. 


No. 118- A — Size 12” one plumb set 45% 
No. 118-B — Size 16” one plumb set 45% 
No. 118-C — Size 18” one plumb set 45% 


Wt. each 7% oh. Each 

Wt. each IIV2 oz. Each 

Wt. each 13% oz. Each 


SAND’S 45%TORPEDO LEVEL 


Bottumr 

Aluminum Plate Top 



(Useful in warm corners) 

No. 509-A — 9” long Each 

Packed- 6 in a box 
Weight per doz. 2 % lbs. 


FLOAT HANDLES 
EASY GRIP 


Vo. 4 — 9V 4 ” long 1 9-16” thick Each. . 

Weight per dcz. 2 V 2 lbs. 

No. 5 — 714 ” long IV 2 ” thick Each. 

Weight per doz. 2 lbs. 

No. 6—9” long .1 5-16” thick Each. 
Weight per dozen 2*4 lbs. 




MASON’S ALUMINUM LEVEL 
Longest Aluminum Level ever made 



No. 48 — 6GIasses 

No. 48 — 48”x2%”xl!4”, 4 Plumbs, 2 Levels, Protected Glasses Weight 5 lbs. Each 

The strongest Masons’ Level made. Especially designed to meet the needs of the brick mason, tile set- 
ters, etc. Light and easily handled. Use either end or edge for plumb or level. 


SAND’S LEVELS 

We are the originators of the Sand's type of Mason and Carpenter's wood and aluminum levels. We invented the first com- 
bination plumb and level in 1895. Our growth to the largest plant of its kind in the world has been due to the fact that the trade 
recognized the accuracy and progressiveness of the company and its continued improvements of the genuine Sand’s products. 

PERMANENT FACTORY BUILT-IN ACCURACY 

This feature makes Sand's Levels the recognized standard for layman or mechanic. The high standard of precision and inspec- 
tion employed in the construction of Sand’s Levels makes them the undisputed leaders in their class. Permanent factory built-in 
accuracy is an exclusive Sand’s feature. 

SAND’S CALIFORNIA WHITE SUGAR PINE PLUMBS AND LEVELS 

Made of carefully selected stock, straight grain, free from sap. In addition to being thoroughly air-dried at the mill, each piece 
is dried from 10 to 12 months in our plant before being made into finished stock to insure against any possibility of warpage, thereby 
assuring absolute accuracy. All pine levels are finished with three coats of weather proof paint; Nos. 3-A, 4-ABE, 5-A, and 7-A are 
reversible. Will plumb any end or level any edge up/ 

MASONS’ WOOD LEVELS 



No. 1-A — 42" or 48" x 234" x 134", 2 Plumbs, 2 Levels, Protected Glasses Weight 2 34 lbs. Each.. 

60" or 72" x 3" x 134", 2 Plumbs, 2 Levels, Protected Glasses Weight 4 lbs. Each.. 



No. 3-A — 42" or 48" x 234" x 134", 4 Plumbs, 2 Levels, Protected Glasses Weight 234 lbs. Each 

60" or 72" x 3" x 134", 4 Plumbs, 2 Levels, Protected Glasses.... Weight 4 lbs. Each.. 

No. 3-ABE — (Brass Ends) — Same as above, with brass ends. Made 42" or 48" only — Each.. 



No. 7-A — (Brass Bound) — 42" or 48" x 234" x 1 34", 4 Plumbs, 2 Levels, Protected Glasses... Weight 334 lbs. Each 

60" or 72" x 3" x 134", 4 Plumbs, 2 Levels, Protected Glasses...- Weight 5 lbs. Each.. 



No. 5-A — (Brass Bound) — 42" or 48" x 234", x 134", 4 Plumbs, 2 Levels, Protected Glasses Weight 3 lbs. Each... 

No. 4-ABE — (Brass Ends) — Same Description as above Each No. 4-A — Without Brass Ends Each... 


CARPENTERS’ ALUMINUM LEVELS 

Sand’s Aluminum Levels are the standard of accuracy, and the easiest to read in dark places. They will plumb any end or 
level any edge up. This allows overhead use to plumb or level ceilings, girders, shafting, etc. Can be used and read in any posi- 
tion, high or low, up or down, at arm's length. 



No’s. 6V, 9V, 12V or Grooved Edge — 4 Glasses 

No. 6V — - 6" x 2" x J4", 2 Plumbs, 2 Levels Weight % lb. Each 

No. 9V — 9" x 2" x 34", 2 Plumbs, 2 Levels Weight 1 lb. Each 

No. 12V — 12" x 2" x J4", 2 Plumbs, 2 Levels Weight 134 lbs. Each 

Either end or edge can be used for plumb or level. Spirit tubes protect- 
ed with lenses. One of the leveling surfaces is flat, and the other grooved 
in a V-shape for accurately leveling shafting and piping. 



No. 18 — 4 Glasses 

No. 18—18" x 2 34" x 134". Weight 1% lbs. Each 

2 plumbs, 2 levels. Either end or edge can be 
used for plumb or level. Spirit tubes protected with 
lenses on either side. 



No’s. 24, 26, 28, and 30 — 6 Glasses 

No. 24—24" x 234" x 1J4" Weight 2 lbs. Each No. 28—28" x 234" x 134"--Weight 234 lbs. Each 

No. 26—26" x 234" x 134" Weight 234 lbs. Each No. 30—30" x 234" x 1 34"— Weight 2% lbs. Each 

4 plumbs, 2 levels. Spirit tubes protected with lenses on either side. Either end or edge can be used for plumb or level; there’s 
a plumb at each end for high and low reading. 

Any of the above numbers furnished with V-Groove on one edge, for leveling shafting. If grooved levels are desired add letter 

‘V.” 

MASONS’ ALUMINUM LEVEL 



No. 42 — 6 Glasses 

No. 42—42" x 234" x 134", 4 Plumbs, 2 Levels, Protected Glasses . Weight 334 lbs. Each 

The strongest Masons’ Level made. Especially designed to meet the needs of the brick mason, tile setters, etc. Light and 
easily handled Use either end or edge for plumb or level. 


SAND S LEVELS TELL THE TRUTH ” 
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